Design Review Working Group 


Date: January 29, 2020 
Time: 9:00 AM to 12:00 PM 

Location: First Floor Conference Room, Town Hall Annex, 730 Mass Ave, Arlington and 
Field Visit 

Agenda 

1. Introductions (9:00 AM - 9:10 AM). 

2. Overview of Work Plan and Schedule (9:10 AM - 9:30 AM). 

3. General Discussion on Project Goals and Outcomes (9:30 AM - 10:00 AM). 

4. Field Visit (10:00 AM to 12:00 PM). It is expected that the group will visit George 
Street, then move to Epping Street, next to Beacon Street, and finally to 
Pondview Road. The locations may change due to the discussion in the first part 
of the meeting. 



